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871 March 31,1916 

PORTO RICO. 

Communicable Diseases — Funerals — Death Certificates. (Proclamation Aug. 2, 

1915.) 

Article 1. At the end of section ll, 1 amended by sanitary rules and regulations 
No. 17, add the following: 

"Provided, That in those municipalities where there is no representative of the 
service of sanitation, said certificate may be countersigned by the municipal physi- 
cian, and when he has been the attending physician, his certificate will be sufficient." 

Sanitation Service and Institute of Tropical Medicine and Hygiene — Appropriations 
for the Fiscal Year Ending June 30, 1916. (Act No. 39, Mar. 11, 1915.) 

****** * 

OFFICE OF SANITATION SERVICE. 

Salaries, office of the director of sanitation; director's office proper. — Director, $4,000; 
assistant director, $3,000; medical secretary in charge of the work of the insular board 
of health, $2,200; two veterinary inspectors, at $1,300 each, $2,600; stenographer; 
$1,500; file clerk, $1, 300; stenographer, $1,200; chauffeur, $540; clerk, $480; messenger; 
$360; janitor, $360; telephone operator, $360; fees of the insular board of health, $1,000; 
in all, $18,900. 

Division of properly and accounts.' — Chief of division, $2,300; bookkeeper, $1,600; 
clerk, $1,200; clerk, $900; in all, $6,000. 

Division of sanitary engineering. — Sanitary engineer, $2,500; assistant sanitary 
engineer, $1,600; two plumbing inspectors, at $1,300 each, $2,600; stenographer; 
$1,200; draftsman, $1,100; in all, $9,000. 

Division of transmissible diseases and bacteriological laboratory.— Chief of division; 
$2,300; laboratory director, $1,800; bacteriologist, $1,300; pharmacist, $1,000; clerk; 
$900; laboratory assistant, $600; janitor, $360; in all, $8,260. 

Division of chemical laboratory. — Chemical director, $2,300; chemist, $1,500; two 
food and drug inspectors, at $1,400 each, $2,800; pharmacist, $1,200; assistant chemist; 
$1,100; clerk, $600; janitor, $360; in all, $9, 860. 

Chemicals and disinfectants, $500; lighting and water, $200; postage and freight; 
$1,500; purchase of vaccine and serums, $1,000; stationery and printing, $1,500; 
supplies and equipment, bacteriological laboratory, $1,000; supplies and equipment; 
chemical laboratory, $1,000; telephone and telegraph service, $960; traveling expenses; 
including maintenance of automobiles, $2,000; incidentals — miscellaneous supplies; 
toilet articles, ice, repairs to office furniture and typewriters and for other minor 
office expenses, $500; in all, $10,160. 

Total, office of the director of sanitation, $62,180. 

Leper colony; salaries, leper colony. — Resident minor surgeon, $900; attendant, $360; 
attendant, $240; two watchmen, at $300 each, $600; two boatmen, at $180 each, $360; 
gardener, $120; three laundresses, at $150 each, $450; cook, $180; cook, $96; in all; 
$3,306. 

Subsistence. — Maintenance of 39 patients and 13 employees, at 30 cents per day 
each, $5,475; clothing and bedding, $2,000; unexpendable property purchases, $500; 
incidentals — fuel, ice, etc., $630; in all, $8,605. 

In all, leper colony, $11,911. 

Salaries, quarantine hospital. — Superintendent, $480; nurse, $120; attendant, $240; 
cook, $96; servant, $96; in all, $1,032. 

Subsistence. — Maintenance of patients and employees, $700; lighting and water, $200; 
incidentals, $100; in all, $1,000. 
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